Attachment G to December 1,1998 annual report of Nicotine Yield Rating Information 
submitted by Philip Morris Incorporated to the Massachusetts Department of Public Health 


Tobacco Weights for Brands Tested 

Marlboro, Basic, and ten additional brands designated by the Commonwealth of Massachusetts. 



Brand 


Sub-Brand 

Tobacco Wei; 

1. 

Marlboro 

100 

F 

HP 

Ultra Lt 

0.748 

2. 

Marlboro 

100 

F 

HP 

Lt Men 

0.778 

3. 

Marlboro 

100 

F 

HP 

Men 

0.810 

4. 

Marlboro 

100 

F 

HP 

Lt 

0.814 

5. 

Marlboro 

100 

F 

HP 

Medium 

0.789 

6. 

Marlboro 

100 

F 

HP 

Gold Pkg 

0.834 

7. 

Marlboro 

100 

F 

SP 

Lt 

0.803 

8. 

Marlboro 

100 

F 

SP 

LtMen 

0.802 

9. 

Marlboro 

100 

F 

SP 

Medium 

0.829 

10. 

Marlboro 

100 

F 

SP 

Gold Pkg 

0.859 

11. 

Marlboro 

King 

F 

HP 

Lt 

0.679 

12 

Marlboro 

King 

F 

HP 

Lt Men 

0.652 

13. 

Marlboro 

King 

F 

HP 

Ultra Lt 

0.631 

14. 

Marlboro 

King 

F 

HP 


0.700 

15. 

Marlboro 

King 

F 

HP 

Men 

0.734 

16. 

Marlboro 

King 

F 

HP 

Medium 

0.674 

17. 

Marlboro 

King 

F 

SP 


0.741 

18. 

Marlboro 

King 

F 

SP 

Medium 

0.673 

19. 

Marlboro 

King 

F 

SP 

25’s 

0.734 

20. 

Marlboro 

King 

F 

SP 

Men 

0.731 

21. 

Marlboro 

King 

F 

SP 

Lt 

0.675 

22. 

Marlboro 

King 

F 

SP 

Lt 25’s 

0.679 

23. 

Marlboro 

King 

F 

SP 

LtMen 

0.655 

24. 

Basic 

100 

F 

SP 

Ultra Lt 

0.764 

25. 

Basic 

100 

F 

SP 

FF Men 

0.821 

26. 

Basic 

100 

F 

SP 

Lt Men 

0.780 

27. 

Basic 

100 

F 

SP 

Lt 

0.779 

28. 

Basic 

100 

F 

SP 


0.821 

29. 

Basic 

100 

F 

HP 


0.802 

30. 

Basic 

100 

F 

HP 

Lt 

0.759 

31. 

Basic 

King 

F 

SP 


0.718 

32. 

Basic 

King 

F 

SP 

Lt 

0.659 

33. 

Basic 

King 

F 

SP 

FF Men 

0.726 

34. 

Basic 

King 

F 

SP 

Ultra Lt 

0.649 

35. 

Basic 

King 

F 

SP 

LtMen 

0.657 

36. 

Basic 

King 

NF 

SP 


0.988 

37. 

Basic 

King 

F 

HP 


0.714 

38. 

Basic 

King 

F 

HP 

Men 

0.702 

39. 

Basic 

King 

F 

HP 

Lt 

0.646 

40. 

Virginia Slims 

100 

F 

HP 

LtSUm 

0.680 

41. 

Virginia Slims 

100 

F 

HP 

Ultra Lt Slim 

0.655 

42. 

Virginia Slims 

100 

F 

SP 

Slim 

0,728 

43. 

Merit 

100 

F 

SP 

Ultra Lt 

0.746 

44. 

Merit 

100 

F 

SP 

Ultima 

0.589 

45. 

Merit 

100 

F 

SP 


0.836 

46. 

Benson & Hedges 

100 

F 

HP 

Ultra Lt Dlx 

0.728 

47. 

Benson & Hedges 

100 

F 

SP 

Men 

0.866 

48. 

Benson & Hedges 

100 

F 

SP 

Lt Men 

0.823 

49. 

Parliament 

King 

F 

HP 

Lt 

0.628 
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Source: https://www.industrydocuments.ucsf.edu/docs/jpbl0001 



